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RE; Committee on Risk Assessment Methodology 


The Committee on Risk Assessment Methodology (CRAM) has completed its 
report and attached Is the news release I just received. 

The CRAM committee was convened in January 1990 by the Board on 
Environmental Studies and Toxicology (BEST) of the national Research 
Council. It was established to assess the scientific basis, Inference, 
assumptions, regulatory uses, and research needs In risk assessment. The 
Committee gathered information and investigated issues through a series of 
narrowly focused, intensive workshops. 1 attended these workshops and 
submitted reports. 

The committee was associated with the Federal Liaison Group (FLG), which 
is composed of representatives from federal regulatory agencies, such as 
EPA and FDA, The coordinator of EPA's participation in the FLG is Dr, Bill 
Farland. Dr. Fariand’s FLG responsibilities Includes assigning EPA 
personnel participation as new topics or Issues warrant EPA involvement. 
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